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OLC 72-0708 
14 June 1972 


MEMORANDUM FOR THE RECORD 

SUBJECT: DCI Briefing of the Joint Committee on Atomic 

Energy - 13 June 1972 


25X1 A 
25X1A 


1. On 13 June 1972, the Director briefed the Joint Committee on 
Atomic Energy. The meeting lasted from 1400 hours until 1610 hours. A 



. Discussions 

included SI, and TKH material. A transcript was taken and is on file in 
OLC with a copy of the Director's prepared statement. 


2, Present for all or part of the session were: 
Senators 

John O. Pastore (D. , R. I. ), Chairman 
Stuart Symington (D. , Mo. ) 

George D. Aiken (R. , Vt. ) 


Representatives 


Melvin Price (D. , 111. ), Vice Chairman 
Chet Holifield (D. , Calif. ) 

Wayne N. Aspinall (D. , Colo.) 

John B. Anderson (R. , 111. ) 

William M. McCulloch (R. , Ohio) 

Orval E. Hansen (R„ , Idaho) 

3. Present from the staff were: 

Edward J. Bauser, Director 
George F. Murphy, Deputy Director 
Seymour Shwiller, Consultant 


GROUP 1 

Excluded from automatic 
downgrading and 
declaaslfijalioa 
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4. Accompanying the Director were: 


Donald Steininger, ADDS&T 
Bruce Clarke, D/SR 
Donal(^|hamberlain, D/SI 

mmmmm oa 

I^/^^^^jUyrisiative Counsel 
■■■■■■■■’ » Deputy Legislative Counsel 

5. There were no follow-up actions. 


Distribution: 


Original - Subject 


1 - Ex/Dir 


1 - DDI 
1 - DDS&T 
1 - D/SR 
1 - D/SI 

1 -HHMB 

OLC Chrono 
OLC/ JMM:jmd 
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STATINTL 


STATINTL 


13 June 1972 


MEMORANDUM FOR THE RECORD 
SUBJECT: Application of 
STATINTL 


that the application ofl 


m the Office of Security, called to advise 
(Stenographer) indicated 


She had been referred to the ^^.Representative Louie Wyman 


(R., N. H. ). 


Distribution: 

Original - Louis Wyman 
OLC Chrono 
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